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UNLESS OTHERWISE SPECIFIED 
DIMENSIONS ARE IN INCHES 
-DO NOT SCALE DRAWING- 
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THIS DOCUMENT CONTAINS INFORMATION 
OF A PROPRIETARY NATURE WHICH IS 
THE PROPERTY OF SIMPLEX MFG. CO. 
DISCLOSURE OF THE INFORMATION 
CONTAINED HERIN TO ANY UNAUTHORIZED 
PERSON IS SPECIFICALLY PROHIBITED. 


NOTES: 
1. REMOVE ALL BURRS AND SHARP EDGES. 
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